Brief comment text:

The 900 MHz band is a critical piece of spectrum used for various applications, including industrial, scientific, and medical (ISM) purposes, as well as amateur radio. It’s a unique band that supports a wide array of technologies, from garage door openers and baby monitors to more advanced uses like Meshtastic’s decentralized communication networks.
